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truth that which in the 3a-t instance kept the German
forces from breaking disastrously on any dark niphl
into the Channel, and jeopardizing the very fou. datkhis
of our resisting power, was not the wonrlerfully planned
and executed defence> of nets and mines, but the in-
domitable hearts of the nieii of the Dover Patrol.